Town of Paradise 

Alternative Program Debris Removal 

Bid Form 


Service 

Bid Amount 

Site 1 - Public Works Shop, 933 American Way (1,600 SF) 


Site 2 - Fire Station #3, 1249 Wagstaff Road (3,230 SF) 


Site 3 - RDA Building, 5456 Black Olive Drive (3,750 SF) 


Site 4 - Quonset Flut, 5656 Sierra Park Drive (1,120 SF) 


Site 5 - Residence, 5733 Pentz Road (2,189) 


TOTAL 

$ 


*The Town reserves the right to delete any portions of the scope of work 
listed above from the contract. A complete Alternative Program Plan will be 
required for each site. Details are listed in the proposed contract in this Bid 
Package. 

Submitted by: 


Signature Date 

Business Name/Address/Phone Number: 

Business Name: _ 

Address: _ 


Telephone Number: 




















